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= 1. (a following weapons, which hud been repaired in the oIBi{u 
(R 35/8 20) ordnance depot, were entrained at tue SIBIU 
railroad stations 


20 howitzers of 105.mm caliber 

15 guns of 105 mm caliber, model "schneider" 
15 antitenk guns of 75 mm caliber 

15 antitank guns of 40 mm and 47 mm caliber. 


2e The weapons were taken over by military personnel from 
TralgOQsa4 (R 16/T 91) who told rzilroad onplyees that the 
weapons were bound for fUdNU SEVsRIN (BR 23/24/0 98). 


25X1A | Yonment: the Sta sltz 4rty de jt, couprising two 
B attalions and one heavy battaiion, was located in 
TUM SeVucIN, according to substantisted information. 
I% appears probable that the mentioned weapons may have 
been shipped to Tus SeViusIN. Antitank guns or 40 end 
47 ma calibcr were reported for the first time. The gun: 
are believed to have been of 37 and 45 mm caliber, 
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